STATEMENT 






(A Division of Pictorial Displays, Inc.) 

P.O. Box 639 

Tumcrsville, New Jersey 08012 
(609) 589-9090 


r 

Philip Morris USA 
New York, N.Y. 


L_ ATT. John Connolly 


n 


Date j an , 17 , 1986 


RE : Philip Morris USA (Marlboro) 
Gulfstream Park 
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